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TRAIL CLOSED 

FOR 
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8TH STREET ARCH 
BRIDGE REHABILITATION 
PUBLIC OPEN HOUSE 




Improving our 
existing infrastructure 
while preserving 
history. 













8TH STREET ARCH 


CONTENTS 


• PROJECT AREA 

• HISTORY & ANALYSIS 

• PROPOSED RENDERINGS 

• PROPOSED REPAIRS 

• NEXT STEPS 
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HISTORY 


FIRST crossing of the Big Sioux River in the City of Sioux Falls 




1882 - Proved Insufficient 
for increasing demands 


I 


1912 - “The greatest and most costly 
concrete bridge in South Dakota” 


-Source: Western Contractor 1911 
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HISTORY 


Ns, £53,193. " PATENTED MAY 1907 

D. B, LUTEIT. 

eOSCBETE OR SIMILAR ARCH, 

iflLIOlTICX FILEC» JffPSAl, lEiP». 





Luten Arches were considered flood- 
proof and came with a 5 year warranty. 
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ANALYSIS 


Rehabilitation is viable: 


• Design Life 

• Construction timeline 

• Cost 

• History 
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